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D4485-1 LOWER CLOSEOUT PANEL 
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NOTES: . BY DATE 
1) MATERIAL: 6061-T6/T62 ALUMINUM SHEET, 0.063 THICK Ln CAS 
PER AMS 4025 OR AMS 4027 OR ASTM B209 DART AEROSPACE LTD A 
2) FINISH CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 E E HAWKESBURY, ONTARIO. CANADA 
: i DRAWING NO. 
PRIME TEMPO GREY (4.2.1.3.2) PER DART QSI005 4.2 D4485 REV. B 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED MFG. APPR. | Nay | SHEET 1 OF 1 
4) UNITS: INCHES UNLESS OTHERWISE NOTED lapproveo | 4 [TTE SCALE 
8) IDENTIFICATION: A pe aser. | Æ [LOWER CLOSEOUT PANEL nrs 
7) WEIGHT: 0.49 lbs DATE a A 
8) ALL NON-DIMENSIONED FEATURES DEFINED PER DRAWING "D4485-1-REVB.DXF" 12.09.11 NOT TOJE ÜSED FOR ANYEURP OSE OR CORED OR COMMUNICATED TO ANY OTHER FERSAN WTHOUT 
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